CATHOLIC  CHAPEL 
U.  S.  AIR  FORCE  ACADEMY 

Colorado  Springs,  Colorado 
Our  Lady  of  the  Skies  Chapel  is  located  at  terrace 
level  and  entered  by  spacious  stairs  from  the  main 
approach  to  the  building.  The  sidewalls  are  panels  of 
amber  glass  alternoting  with  accent  windows  of  stained, 
hand  faceted  glass  in  multi-colored  random  shapes 
and  sizes. 
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